Approved Foj Release 2002/05/07 : CIA-RDP83T00573R000200220030-6 


QD{* -O- oSj 
2 0 v UN 1980 


MEMORANDUM FOR : OPPPfcK ADP Control Off LC*r 
VIA ; L'CI ADP Control Officer 


FROM* 


SUBJECT • 


REFERENCE: 


Chief, Program it Budge r Croup# OOP 

ksvrsen Cost for i9 a 0 «oF Support for 
Project PERSIGfc 

Hesiuj t rota Under signet, ate. b June 1 iiJ e , 
subject, Executive C<r 1330 Approved 

Ho source Lev*! 1 for Project PtXSIGh (ODP-O~7^k» 


1. Your reviser, workload projections for 1380 have 
been priced out. Based upon these projections, and adjust*. 
for deviations in other areas, sue a as niine lirect aco«*s® 
storage, the 1980 cost will be l I As I m sure you 

_ TAT|MT| roaliie J __^is increase frosa tins initial EXCOH approval level 
b I A I IN I ^f i | ls jtijaost entirely .die result, of tfc-a significant 

increase in batch service . The origin* bates s :srvica pro- 
jection reflected a 101 decrease frera tie 197f 1-jvel and 
your revised projection shows an increase of 17% over 1979. 


STATINTLpEJtsxG; 


2. GDP lias tue available capacity to suf.^ort the 
revised workload included in your current 198$ projections. 
However, wa will require ccsaptrollur approval of your 
request to increase your level of d DP snpjpart for Project 


U to 


3. Please forward the memorandum .explaining and 
justifying the increased level of support for PR CSIGH to 
the Comptroller as outlined in the raf ua enca. If xe saeraor- 
9TATINTI andlim siH>uld be signed by the Director, OPPPsU and route; 

through the DCI ADP Control officer and th» Director , GDP. 
If you have any questions ...leans call m on tension 

1 I 


cc 
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STATINTL 


STATINTL 


STATIlilTL 


STATIIKITL 

STATINTL 






